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organic recovery
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Precipitation Centrifugation
 Gas stripping
	Humic materials, specific chemicals Macromolecules
 Volatile
	Not stated Not stated
 Small samples
	Specificity
 Specificity, i.e., large molecules, low volumes Low volumes
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